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tolerate no control; being, in the words of Queen Victoria,
" entirely unable to submit to general rules of conduct."
But he was a practised orator, full of knowledge and
experience, and a valuable member of his party in opposi-
tion. Gladstone told Curzon that Bllenborough was the
best speaker of his day in the House of Lords. He spoke
strongly against the Crimean War; and in 1858 Lord
Derby included him in his Government as President of the
Board of Control (for the fourth time). But in this position,
by allowing a private letter of rebuke to Lord Canning,
then Governor-General of India, * to be published in the
press, he offended both the Queen and Parliament; and
to avoid a vote of censure which might have displaced the
Ministry he resigned in June 1850. After this he never
held office again, though he went on taking part in debates
for another ten years. He died at Southam on 22nd
December 1871, leaving no issue; the present Lord Ellen-
borough is a descendant of his brother,
Ellenborough, like his father,, was a man of conspicuous
energy and talents, of much industry and information,
a powerful speaker and a genuine authority on foreign
and military affairs, though, like Ms father, overbearing
and impatient of correction. Pompous and theatrical, and
much maligned during his lifetime fox Ms actions in India,
it is now generally admitted that on a long view they were
right, and that his faults, mostly specious, were more than
compensated for by the enduring results of his Indian
administration, short and chequered as it was.